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UNCLASSIFIED 

PAGE 01 STATE 177201 
ORIGIN OES-09 

INFO OCT-01 EUR- 1 2 ISO-OO EPA-04 /026 R 

DRAFTED BY OES/ENP/EN:JWBLANCHARD:BJ 
APPROVED BY OES/ENP/EN : DRKING 
EUR/NE:DWOOLFLEY (PHONE) 

006139 14021 1Z/20 

R 132055Z JUL 78 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 

UNCLAS STATE 177201 

E.O. 11652: N/A 


Message Text 


TAGS: SENV, ECEM 

SUBJECT: ENQUIRY FROM WELSH WATER AUTHORITY 

REFS: (A) LONDON 10306; (B) BLANCHARD/GRANGER 7/5 TELCON 

1 . DEPARTMENT HAS CONTACTED EPA REGARDING QUESTIONS 
POSED IN REFTEL. COPIES OF 1977 AMENDMENTS TO THE FEDERAL 
WATER POLLUTION ACT AND EPA PROPOSED EXEMPTION 
PROCEDURES ON RECYCLING CAPABILITIES OF NEW SEWAGE 
TREATMENT PLANTS, WILL BE POUCHED TO POST AS SOON AS 
DEPARTMENT RECEIVES THEM FROM EPA. 


2. WITH REGARD TO WHETHER THESE REQUIREMENTS APPLY TO 
SEWAGE SLUDGE OR REMOVAL OF FERTILIZER ELEMENTS PRIOR TO 
TREATMENT, THIS IS TO BE DECIDED ON A CASE BY CASE BASIS. 

THE 1977 AMENDMENTS REQUIRE THAT NEW SEWAGE TREATMENT 
PLANTS HAVE TO CONSIDER BOTH RECYCLING AND RE-USE 
PROCEDURES IN ORDER TO QUALITY FOR APPROVAL. EITHER 
ONE OR THE OTHER PROCESS WILL BE SELECTED PENDING REVIEW 
BY EPA. CHRISTOPHER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WATER 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 77201 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JWBLANCHARD:BJ 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780288-0383 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780762/aaaacarm.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: ba3dda75-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 LONDON 10306, 78 BLANTYRE 7 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2016380 
Secure: OPEN 
Status: NATIVE 

Subject: ENQUIRY FROM WELSH WATER AUTHORITY 
TAGS: SENV, ECEM 
To: LONDON 
Type: TE 
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